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Separate paging is given to this Part in order that it may be filed 
as a separate compilation. 


MINISTRY OF IRRIGATION AND POWER 

NOTIFICATION 

New Delhi, the 1st November 1966 

S.O. 3374.—In exercise of the powers conferred by clause (g) of sub-section 
(1) of section 79 of the Punjab Re-organisation Act, 1966 (31 of 1966), the Central 
Government hereby specifics the following works, namely: — 

(i) 220 KV. double circuit transmission line between Ludhiana and Jullun- 

dur; 

(ii) Sub-station at Jullundur; 

(iii) 132 KV. double circuit transmission line between Ganguwal and Kotla 

Power Houses; 

(iv) 66 KV. transmission line between Bhakra and Naya Nangal Fertilizer 

Factory; and 

(v) Nangal-Hydel Channel from Kotla Power House up to and including 

Lohand Canal Syphon. 


[No. 6/5/66-DW. I.] 


ORDER 

New Delhi, the 1st November 1966 

S.O. 3375. —In exercise of the powers conferred by clause (c) of sub-section (3) 
of section 79 of the Punjab Re-organisation Act, 1966 (31 of 1966), the Central 
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Government hereby specifies the construction of the following remaining works 
connected with the Bhakra Bight Bank Power House, namely: — 

(i) Remaining civil and electrical works connected with the supply, con¬ 
struction, installation and commissioning of all the five units at the 
Right Bank Power House along with the Switchyard and other ancil¬ 
lary equipments and structures; 

(ii) 22Q KV. double circuit transmission lines from: 

(a) Bhakra Right Bank to Ganguwal, 

(b) Bhakra Right Bank to Ludhiana. 

(cl Ludhiana to Jullundur. 

(d) Ludhiana to Sangrur. 

(e) Sangrur to Hissar. 

(fl Hissar to Ballabgarh; 

(iiil 220 KV, Major Inter-linking Sub-station at Ganguwal and 220 KV. Sub¬ 
stations at Jullunder, Ludhiana, Sangrur, Hissar and Ballabgarh; 

(iv) Remaining works pertaining to 220 KV. Sub-stations at Ambala. Panipat 
and Delhi, 

[No. G/5/66-DW. I.] 
K. P. MATHRANI, Secy. 
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